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Attachment 1: a two-page report on the Ordzhonikidze Mechanical Works in 
Stalinahad (n 3Q-33> E 68-48), Tadzhik SSR, plus a rou^ sketch of the plant 
layout . 

Attachment 2: a one-page report on the Agricultural TechniceO. School in 
Alma-Ata (N 43-15, E 7^-57), Kazakh SSR. 

Attachment 3: a one-page report on the rayon hospital of Arys Pervyy 
Station (R 42-26, E 68-48), Kazakh SSR. 
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Ordzhonikidze Mechanical Works in Stalinabad, Tadzhik SSR 


25X1 


1. Ordzhonikidze Mechanical Works (Mekhanioheskiy Zavod itneni Ordzhonikidze) 
is located at Koktashskoye ohosse on south-eastern outskiru of otalinabaa. 
It employs some 500 vrorkers in tv/o shifts. 


Plant director - fnu NOVICH 
Chief engineer - fnu aLIYMV 


KOy 
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2. The property of the plant ivas surrounded by 'nrhite painted brick v/aLl about 

2-1/2 meters high, and guarded by a 10-man militarized guard (voyenizirovannaya 
okhtana) . The passes to the plant were made out of folded cardboard, with 
photo and the name of the bearer inside, and, filso, the seal and the signature 
of the personnel office chief (nachal'nik otdela, kadrov) . Besides the pass, 
each v/orker carried a badge which he left at the gate witii the timekeeper 
(tabel* shchik) ’.irhen entering the plant and picked up after hours. 


3, The plant property consisted of the following shops and depcircments: 

a. Tool shop (Superintendent - fnu KAPUSTHv . 25X1 

b. Mechanic al shop with some 100 workers (Superintendent - fnu BaLOUSSOV, 

1 25X1 

c. Foundry and Casting shop (litejtiyy tsekh). 


d. Repair shop. 

e. Garage located in a shed. Its park consisted of 10 panel (zakr^'t.ykh) 
trucks and one passenger car used by plant director. 

25X1 

For rough layout of the plant, see attached sketch. 


4. Ordzhonikidze Mechanical Works produced gate valves 


The valves were of the following size: body 
(korpus) 50 millimeters, SO mm,, 100 ram., and 150 mm. The assembly norm 
for one man was 22 valves per day at the rate of 80 kopeks for each one. 


However, 


brigade which consisted of eight ivorkerc assembled as 


CCNflOENTMl 
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much as 500 valves a day. The average monthly income of ;in iriCiviaucd. 
assemblf^r made 1,000 to 1,200 rubles. The valve body 'was ma:rked vrlth 
the letters MIN (fOUH) with the body size nuinber luider it. 



5. 


There was no railroad connection to the plant. The steel sciV-o used for 
the valve manufacturing was brought in b^r plant-o;vned trucics. aiso, the 
ready products were transported by trucks to the railroad station of 
Stalinabad. The end destination of the valves is not known I I 
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1. Agrioultural T«ehnlo«l Seheol of AliU-AXA (AlBoatlnskijr aol'sko- 
khosyoTstvwmyx T^dmlkim), undor tho Ninlitrsr of Agrloulturo of Kaeakh 3SR, 
is looatad in tha vlllago of (SiBHKiiXlAJI, 28 ka« SE of AIMA-ATA. 


2 . Oireotor of takhnilaoi * fiau AQATOV* 

Prograa aupenrisor (■avaduTuahohij uaholxu^ oha 8 t* 3 rtt) • fhu TUMANOVSAII. 

3. Tho aehoel i«aa aoeoMaodatod in a two-atory building where aoae 900 
students studied in two shifts i csie * fraa 0600 to 1500^ and the other frost 
1500 to 2200. Most of the students lived in domitories located on the sohool 
grounds^ and sosm of then had lodging in private hosMS outside. 

4. Study duration for the students entering the tekhnikust after 7 years of 
the hi^ sohool was four years} for the high sohool graduates • two and a half 
years. During thier first year stud«ats received a state stipend of 180 rubles 
per nonth« and 20 aore rubles for eaoh additiwial year. 

5. The school had two faeultiesi oonstruotors and sMohanisers (otdeleniye 
stroitelegMMldianisat<Mrov) and aoominting (bukhgalterskoye otdeleniye). The 
ovurrieuluK of the latter inoluded statisties, esonony of agriculture^ political 
eoonoay« booldceeplng and oaleulation (khesyaystvenneye vyohisleniys) . 

6. The graduates of the school were required to work for two years at the 
place designated for them by the sohool attsinistration. After this period was 
over« they oould personally selsot their place of M^ployaent. 
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1. Kajtm Hospital of ARZ3* (Arysakaara Rayomiaya Bol^nitaa) la aeooMOdatad 
la a ano-otory bttlXding at OX. ;%av«h«iloe Mo. 60 la AMES* StaticKi^ Sooth 
Kaaakhataa. oku 25X1 


2« ai|Mnintand«it and Ghlof Qeotor • Iosif FilUpovlcdi fiiUBXCM« | | is 

living in ths hospital bonding slth his wifs Boss Lasarovna lliUB:KIi. Xhs 
Isttor, also a dostsr^ is Mplsysd oith a ssosnd hospital of this tom, so- 
oallsd Ihslssnodsrsshnnya Bol'nltsa (HI Hospital), idiish is looatsd nsar ths 
BI StatloB. 


3. Ths hospital had soso 100 bads in 15 sards (palata) dividsd osong ths 
following dopartaonts (stdoXoniys) t 

a. Lifsetlsus dissasss (infslctsioiin^ otdslaaiys) - B wards, 16 bsds 
tmdsr Or. Anns FiXatovna aHAR0¥A| 

b* ^irgiaal - 3 wards, 20 bsds und«r Dr. Tunsdchan AraBbsysvleh 
ARAXBAXKft 

0. Thsopathstioal • 3 wards (ons for sash - sals, fanals and ehildran), 
60 bsds undsr Ooetors Holla TXadlairovna UBIXNA and Tasara Pstrovna SAIENKO. 

d. Hatsxnitj idth labw room, dsUvny msa and a rossi for ths now 
bom babiss - 20 bsds in all. 


s. X-ray roosu Thors was no spssial X-rogr tsehnioian assii^ksd to 
this job and sash ward supsrvisor x-mysd his own patisnts. For ssrioua 
easss, a speeiaUst, a lady doetor, was oallsd fros (HUMKhtlT. 


4. Bssidos ths abovs aantionsd psrssnnSl, to sash otdslsni^ was assignsd 
ms hsad imrss, ons duty nurss and ons nttrss*s hslpsr (sanitarka) whs was also 

tb. »«. «d th. 

5. Ths supply of dn uts and nod i oin o s wm Inadsquats, sspsoially thoss 

n ss dsd for TB troataont. I b svsral oasss whore ths rslativsa of 

ths patisnts qpsratsd on in ths hospital had to prosurs f!r<n ths prlvats aarkst 
ths nsosssary drui^ in <nrdsr to prevent fatality duo to eoa p li o aticins after 
oporations. Kis sanitary oonditiono in the hospital were below any prssorlbsd 
standardi ocas ti a ss ths hospital was ovsrerewdsd and additional bsds woro put 25X1 


iriM 3ilM wore asvsr • 
passenger and eno dolivsiy typo aabaianes oars in 1950 was considered a big 
ia pcovea e n t - to this date the hospital had no transportation at all* 
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